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S December 1964 


MEMORANDUM FOR: Deputy Director for Science end Technology 


K Secretary Vance bae agreed that in order not to prejudice 

J ^f ma «® n,eaU fo * CO *ONA launching, nor to run the ri.k 
of di^icultie* during the scheduled launching on 14 December: 

HI *?** the CPX scheduled *<> b*gin tom o r row will not be held; and 
That procedure, in existence prior to I Lill be utilised 

for the launching on 14 December. 

2, The entire matter of command, control, and jurisdiction of 

Zl J?* tu d ?5i rati ^ kl a * pecU of ***• Program are to be di.cussed 
between the DCI and SecDef at a later date. 

^ ^ ou 1-444 continue to /unction in accordance with current 
! ‘"I" 411 Coatiaue *° *°OP*r*te fully, unequivocally, and with 
enthu.ia.rn with General Greer and hi. people and the NRO 
*taf£ in accordance with your current instructions. 


Marshall S. Carter 
lieutenant General, USA 
Acting Director 


Distribution: 

Cys 1 and 2 - DD/S&T 
Cy 3 - O/DCI 
Cy 4 - DDCI 
Cy 5 - D/N1PT 
Cy 6 - SIR via Ex Dir 
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